aerosols, for disinfection 
air filters 
anesthesia 
emergency surgery 
equipment, care of 
hypothermia during 
pediatric 
antibiotics 
prophylactic 
wound irrigation with 
aspiration, causes 
and dangers of 
cardiac surgery 
infections in 
intensive care following 
recovery room for 
sterile supplies for 
cellophane, sterilizing wrapper . . 
charges, patient 
chemical disinfection 
aerosols for 
catheters 
formaldehyde solution for 
patient equipment 
wound irritation from 
cleft-palate surgery 
clinical specialist 
clothing in O.R. 
contract housekeeping 
corrosion inhibition, in sterilizer 
cryosurgery, in ophthalmology 
demineralized water 
diluent for germicides 
in instrument washer-sterilizer 
electricity 
equipment, maintenance of 
injuries from 
hazards of, in 1.C.U. 
patient burns from 
ether, in skin disinfection 
ethylene-oxide sterilization 
anesthesia equipment 
instruments 
plastics 
electronic thermometer 
explosion hazards 
flasks, storage of 
floor mats, for disinfection 
floor plans, 1.C.U. 
floors 
cleaning of 
conductivity of 
materials for 


footwear 

cleaning of 

conductivity of 
formaldehyde solution 
geriatric surgery 
gloves, punctures in . 
granuloma formation 
head coverings in O.R. 
homologous serum jaundice 
housekeeping in O.R. 
hydrogen peroxide irrigation 
hydrotherapy, disinfection in 
hyperpyrexia during surger 


120 


82,87,107 
.. 109 

... 110 
48,49,50 


..110 
100.05 
. 82,83 
..21 


.89 

.. 109 
117 
115,119 


orthopedic 
silicone 
infections 
cardiac surgery 
causes of 
committee 
control of 
emergency room 
intensive-care unit 
isolation of 
ophthalmological 
recovery room 


instruments 
endoscopic 
ethylene-oxide sterilization of 
loss of 
standardization of 
terminal sterilization of 
ultrasonic cleaning of 
washer-sterilizer for 
intensive care 
cardiac surgery unit 
concept of 
infections in 
monitoring in 
organization of 
patient stay in 
pediatric unit 
pulmonary chart for 
irrigation, wound 
labor hours, computing of 
laser beam in surgery 
linen, holes in 
lounge facilities in O.R. 
lubricating hand cream 
medicolegal problems 
informed consent 
nurse’s negligence 
mercury, sterilization of 
monitoring in 1.C.U. 
mops in O.R. 
neurological surgery 
nylon, sterilizer wrappers of 
ophthalmological surgery 
care of patient in 
cryosurgery in 
infections in 
laser beam in 
orthopedic surgery, implants in 
otolaryngology 
hearing problems . 
surgery in se 
overhead equipment, cleaning of 
paper, sterilizer wrappers of 
patient equipment, disinfection of . 109,110 
pediatric 
anesthesia 
hypothermia 
intensive-care unit 
surgery 
pins, dangers of ... 
planning and design 
intensive-care units ... 
recovery room 
surgical facilities 5 all ekiee 
plastic drapes, resterilization of . 
product selection 18,19,26,27 


. 198,119 


psychiatric problems in surgery ... .89-90 
purchasing, responsibility for 
quaternary i 
skin disinfectants 
sterilization of 
radiation and radioactivity, 
hazards of 


recovery room 


. 18,19,26,27 
d 





cardiac surgery 
design of 
patient problems in 
pulmonary chart for 
resterilization of supplies 
rubber bulbs, sterilization of 
scheduling 
silicones in surgery 
skin disinfection 
sponges as wound irritants 
staffing 
intensive-care unit 
patterns 
stapedectomy 
sterilization 
cardiac surgery supplies 
corrosion inhibition in steam 
quaternary ammonium compounds .. 
rubber bulbs 
syringes 


hours in hospital 

responsibility in O.R. 
surgery 

cardiac 

geriatric 

neurosurgical 

ophthalmological 


75,76,77,90,91 
ee 


etolaryngological 
pediatric 
vascular 
syringes, sterilization of ... 
teaching 


inservice 


programmed 
technicians 

evaluation of 

teaching of 
tracheostomy 
transfusion, 
transporting patients . 
tubing, sterilization of . 


venipuncture, syringe for . 


mortality with . 117,118 

patients’ use of ... + Chee 
wood, sterilization of 111,112 
wounds 

granuloma formation in 

infection and irrigation of 

irritation of, from disinfectants 
wrappers for sterilization 190,191,192 





aerosols, for disinfection 
air filters 
anesthesia 
emergency surgery 
equipment, care of 
hypothermia during 
pediatric 
antibiotics 
prophylactic 
wound irrigation with 
aspiration, causes 
and dangers of 
cardiac surgery 
infections in 
intensive care following 
recovery room for 
sterile supplies for 
cellophane, sterilizing wrapper . . 
charges, patient 
chemical disinfection 
aerosols for 
catheters 
formaldehyde solution for 
patient equipment 
wound irritation from 
cleft-palate surgery 
clinical specialist 
clothing in O.R. 
contract housekeeping 
corrosion inhibition, in sterilizer 
cryosurgery, in ophthalmology 
demineralized water 
diluent for germicides 
in instrument washer-sterilizer 
electricity 
equipment, maintenance of 
injuries from 
hazards of, in 1.C.U. 
patient burns from 
ether, in skin disinfection 
ethylene-oxide sterilization 
anesthesia equipment 
instruments 
plastics 
electronic thermometer 
explosion hazards 
flasks, storage of 
floor mats, for disinfection 
floor plans, 1.C.U. 
floors 
cleaning of 
conductivity of 
materials for 


footwear 

cleaning of 

conductivity of 
formaldehyde solution 
geriatric surgery 
gloves, punctures in . 
granuloma formation 
head coverings in O.R. 
homologous serum jaundice 
housekeeping in O.R. 
hydrogen peroxide irrigation 
hydrotherapy, disinfection in 
hyperpyrexia during surger 


120 


82,87,107 
.. 109 

... 110 
48,49,50 


..110 
100.05 
. 82,83 
..21 


.89 

.. 109 
117 
115,119 


orthopedic 
silicone 
infections 
cardiac surgery 
causes of 
committee 
control of 
emergency room 
intensive-care unit 
isolation of 
ophthalmological 
recovery room 


instruments 
endoscopic 
ethylene-oxide sterilization of 
loss of 
standardization of 
terminal sterilization of 
ultrasonic cleaning of 
washer-sterilizer for 
intensive care 
cardiac surgery unit 
concept of 
infections in 
monitoring in 
organization of 
patient stay in 
pediatric unit 
pulmonary chart for 
irrigation, wound 
labor hours, computing of 
laser beam in surgery 
linen, holes in 
lounge facilities in O.R. 
lubricating hand cream 
medicolegal problems 
informed consent 
nurse’s negligence 
mercury, sterilization of 
monitoring in 1.C.U. 
mops in O.R. 
neurological surgery 
nylon, sterilizer wrappers of 
ophthalmological surgery 
care of patient in 
cryosurgery in 
infections in 
laser beam in 
orthopedic surgery, implants in 
otolaryngology 
hearing problems . 
surgery in se 
overhead equipment, cleaning of 
paper, sterilizer wrappers of 
patient equipment, disinfection of . 109,110 
pediatric 
anesthesia 
hypothermia 
intensive-care unit 
surgery 
pins, dangers of ... 
planning and design 
intensive-care units ... 
recovery room 
surgical facilities 5 all ekiee 
plastic drapes, resterilization of . 
product selection 18,19,26,27 


. 198,119 


psychiatric problems in surgery ... .89-90 
purchasing, responsibility for 
quaternary i 
skin disinfectants 
sterilization of 
radiation and radioactivity, 
hazards of 


recovery room 


. 18,19,26,27 
d 





cardiac surgery 
design of 
patient problems in 
pulmonary chart for 
resterilization of supplies 
rubber bulbs, sterilization of 
scheduling 
silicones in surgery 
skin disinfection 
sponges as wound irritants 
staffing 
intensive-care unit 
patterns 
stapedectomy 
sterilization 
cardiac surgery supplies 
corrosion inhibition in steam 
quaternary ammonium compounds .. 
rubber bulbs 
syringes 


hours in hospital 

responsibility in O.R. 
surgery 

cardiac 

geriatric 

neurosurgical 

ophthalmological 


75,76,77,90,91 
ee 


etolaryngological 
pediatric 
vascular 
syringes, sterilization of ... 
teaching 


inservice 


programmed 
technicians 

evaluation of 

teaching of 
tracheostomy 
transfusion, 
transporting patients . 
tubing, sterilization of . 


venipuncture, syringe for . 


mortality with . 117,118 

patients’ use of ... + Chee 
wood, sterilization of 111,112 
wounds 

granuloma formation in 

infection and irrigation of 

irritation of, from disinfectants 
wrappers for sterilization 190,191,192 








